CATHOLIC  CHAPEL  at  U.  S.  Military  Academy,  West 
Point,  N.  Y.  This  Chapel,  built  in  1900,  is  open  to  vis- 
itors. It  is  designed  in  the  Norman  Gothic  Style  and  is 
almost  an  exact  copy  of  an  old  English  church  built 
by  the  Carthusian  Monks. 

Kodachrome  by  Thos.  A.  Dexter 
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